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Message Text 


CONFIDENTIAL 

PAGE 01 PHNOM 02328 151430Z 
45 

ACTION EA- 14 

INFO OCT-01 ISO-OO USIE-00 AID-20 IGA-02 OMB-01 TRSE-00 

CIAE-00 PM-07 H-03 INR-10 L-03 NSAE-00 NSC- 10 PA-04 

RSC-01 PRS-01 SPC-03 SS-20 SAM-01 EB-11 DRC-01 SSO-OO 

INRE-00 NSCE-00 /113W 

047232 

O 151209Z FEB 74 
FM AMEMBASSY PHNOM PENH 
TO SECSTATE WASHDC IMMEDIATE 4987 
INFO CINCPAC HONOLULU/J46/J4 IMMEDIATE 
CINCPACAF HICKAM AFB HI/LGS IMMEDIATE 
SECDEF WASHDC/IS A/ASD(I&L ) IMMEDIATE 
COMUSSAG NKP TH IMMEDIATE 
COMU SMACTHAI BANGKOK TH IMMEDIATE 
AMEMBASSY BANGKOK TH IMMEDIATE 
PATMA HICKAM AFB HI IMMEDIATE 
PATMA UTAPAO TH IMMEDIATE 

CONFIDENTIAL PHNOM PENH 2328 

E.O. 11652: GDS 

TAGS: MASS MOPS, PINS, EAID, CB 

SUBJECT: URGENT NEED FOR FIRE FIGHTING EQUIPMENT PHNOM PENH (C) 

REF: A.AMEMB PHNOM PENH 1213 10Z FEB 74 

B. CINCPAC 122347Z FEB 74 

C. CINCPACAF 130327Z FEB 74 

D. CINCPAC 132357Z FEB 74 

E. AMEMB PHNOM PENH 141 1 12Z FEB 74 

1. (C) REF A IDENTIFIES URGENT NEED FOR 6 FIRE TRUCKS AND 
OPERATIONS/MAINTENANCE PERSONNEL TO TRAIN KHMERS AND REQUESTED 
ASSISTANCE. REF B TENTATIVELY IDENTIFIES LOAN REQUIREMENTS. 

REF C ACKNOWLEDGES TENTATIVE IDENTIFICATION AND REQUESTS DURATION 
OF LOAN. REF D REQUESTS ADDITIONAL INFORMATION FROM AMEMB PHNOM 
PENH AND CINCPACAF. REF E PROVIDED AMEMBA INFORMATION TO CINCPAC. 
CONFIDENTIAL 
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2. (C) URGENT REQUIREMENT EXISTS FOR LOAN FIRE TRUCK WATER 
DISTRIBUTOR IN PHNOM PENH. UNDERSTAND VEHICLE AVAILABLE AT U-TAPAO 
AIR BASE THAILAND AND THAT VEHICLE DOES NOT HAVE SELF-REPLENISHEMNT 
CAPABILITY. HOWEVER, TRUCK WILL MEET IMMEDIATE FIRE PROTECTION 
REQUIREMENTS. 

3. (C) UNLESS FURTHER ADVISED WILL HAVE ONE VEHICLE DELIVERED 
ON FIRST AIRDRAFT 16 FEBRUARY SO AS TO BE UTILIZED AT CEREMONY 
THAT DAY. 

ENDERS 


CONFIDENTIAL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: FIRE SAFETY, TRUCKS, PROCUREMENT 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 15 FEB 1974 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974PHNOM02328 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: n/a 

From: PHNOM PENH 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740229/aaaabaxe.tel 

Line Count: 71 
Locator: TEXT ON-LINE 
Office: ACTION EA 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 

Previous Handling Restrictions: n/a 

Reference: A.AMEMB PHNOM PENH 1 21 31 0Z FEB 74 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 1 0 JUL 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <10 JUL 2002 by martinmb; APPROVED <14 JAN 2003 by golinofr> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: URGENT NEED FOR FIRE FIGHTING EQUIPMENT PHNOM PENH (C) 

TAGS: MASS, MOPS, PINS, EAID, CB, US 
To: STATE 
Type: TE 
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